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3.e0 (a) (2) (ii} 

PflINARV ENCLOSURES, 

Hem Primary Enclosures 3.60 a 2 li 

In dune pf 201 6 mge[ likely during Iha night gt Ihp 3fh Of early mgming pi the 9|ti a ngn human pimele wb$ able to 
unlock Itu mochanlsm lliat holds iho squeoze back portion o1 the cage in place. With the mechanism unlodied the 
primate was atjle to move the back panel FonvartJ thus creatirvg a space between ihe side wall of Ihe cage and the 
opening for ihe automaiic watering device. At this time Ihe primate was able lo get her head caught in this space and 
was found dead the following morning by hust>andry stalf. 

Facility has slarted adding adWhional locking measures jmmedialely and is also looking al olhef measures to prevent 
any reoccurrences. 

Facility needs to comtiinue ils monitoring of its cages to prevent further linjury 

Cgrrocted by Facility boFore endl gF ingpeclign 

Inspection of Upper Merton East and West sites as well as trie Upper Providence site took place on June 13-14 £014 
Exit Interview conducted wdh faclkty rdpresdntatlvd 
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